Message 


From: 

Sent: 

To: 

CC: 

Subject: 

Attachments: 


Piro, Peter (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMA1L-Ol/CN=RECIP1ENTS/CN=PETER.PIRO] 
2/14/2012 6:42:27 PM 

Whalen, Kerry (CPI) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=KWhalen] 
Piro, Peter (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Peter.Piro]; 
Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

20120214132716476.pclf 


Hi Kerry, attached is the discovery packet you requested. Let me know if you need anything else. 
Regards, 

Peter Piro 

GC/MS Laboratory Supervisor I 
Department of Public Health 
Hinton State Laboratory Institute 
Forensic Drug Laboratory, Rm 361 
305 South Street 
Jamaica Plain, Ma 02130 
617-983-6634 
Peter.Piro®state.ma.us 

-Original Message- 

From: DPH-ITS, Scanner (DPH) [mailto:itsscanner@massmail.state.ma.us] 

Sent: Tuesday, February 14, 2012 1:27 PM 
To: Piro, Peter (DPH) 

Subject: 

This E-mail was sent from "DPH-SLI-361-Scanner" (Aficio MP 3350B). 

Scan Date: 02.14.2012 13:27:16 (-0500) 

Queries to: itsscanner®massmail.state.ma.us 


Corbett email PRR 013190 







